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DECLARATION OF CONFORMITY N° 04011302 


forld in Communication 


Manufacturer: C.T.E. International S.r.l. 

Address: Via Sevardi 7 42010 Mancasale Reggio Emilia 
Products Name: ALAN 48BS 

Product Type: CB Transceiver - 40 Channel - AM/FM 


The product described above is in conformity with the following Specifications based on sample testing: 


Date of issue 


jechomagretic compatbiliy and Radio spectrum Matters (ERNST at eal 

lectroMagnetic Compatibility (EMC) standard for radio equipment and services; į 

art 13: Specific conditions for Citizens' Band (CB) radio and ancillary i 
h 


ervice; Double Side Band (DSB) and/or Single Side Band (SSB) Amplitude 
odulated Citizen's Band radio Equipment; Part 2: Harmonized EN covering 

ischomajncle ompinion Fado epenn ae E Ae a n 
odulated Citizens Band radio equipment (CEPT PR 27 Radio Equipment); Part | 

: Harmonized EN covering essential requirements under article 3.2 of R&TTE į 


Supplementary information relevant _the conformity assessment result: 


The tested sample fulfils the requirements specified above, on the basis of the test results and their evaluation 

The product herewith complies with the requirements of EC Directive 99/5/EEC 89/336/EEC 92/31/EEC 93/68/EEC 
73/23/EEC 93/97/EEC. Reference to any marking or other indication (e.g. on the product) is exhibited in attachment to 
present declaration. 


Reggio Emilia 13/01/04 
CTE International srl 
Quality Assurance Manager 
Peterlini Stefano 
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